1 Think You Will Love This Music Too - Montage #308 


“The Symphonic Organ /L’orque svmphonique” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


All works performed by / toutes les oeuvres sont 
jouees par 

Ben van Oosten, organ / orgue 


Marcel DUPRE (1886-1971) 

Symphony for organ / Symphonie pour orgue no.2 in 
C-Sharp Minor/ en ut diese mineur, op. 26 

INST - Willis Organ, St Patrick's 
Cathedral, Dublin 

00:00 

1. Preludio: Allegro agitato 


08:53 

2. Intermezzo: Tres modere 


13:42 

3. Toccata: Tres anime 



Louis VIERNE (1870-1937) 

Symphony for organ / Symphonie pour orgue no.3 in 
F-Sharp Minor/ en fa diese mineur, op. 28 

INST - Cavaille-Coll, St-Sernin, 

Toulouse 

20:26 

1. Allegro maestoso / 2. Cantilene 


34:11 

3. Intermezzo / 4. Adagio 


47:30 

5. Final 



Charles-Marie WIDOR (1844-1937) 

Symphony for organ / Symphonie pour orgue no.4 in 

F Minor/ en fa mineur, op. 13, no. 4 

INST - Cavaille-Coll, Saint-Frangois de 
Sales, Lyon 

53:38 

1. Toccata / 2. Fugue 


61:51 

3. Andante cantabile / 4. Scherzo 


74:56 

5. Adagio / 6. Finale 



(Total-86:07) 





















